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G veetings ..... 


In sincere appreciation of past favors, we wish to thank our many customers 
and friends for their fine letters and deeply appreciate the orders received. 

Just a few comments on some varieties grown the past season: 

American Commander was very good, so was Algonquin, Rocket, and Regent. 
Valeria was extra good. Bingo, Leading Lady, Wanda, Gunpowder — all fine Picardy 
sports. I like Candy Heart, soft pink and large carmine blotch. Corona, with its pink 
edge on creamy white, is very nice. Colossus, shoulder high and with 61/4, inches 
bloom, and 5 or 6 open blooms. Veecream is something different from most creams, 
with its ruffled edge and scarlet blotch. Purple Beauty, Vulcan, King Lear, and 
Elanora are all fine purples. Chamouny and Rosy Morn are very nice. High Finance 
and Zuni were fine smokies. Shirley Temple, if planted late, will give giant blooms. 
Myrna with its fine ruffled edge, Gold Dust, Royal Gold, Harvest Moon, and Ruffled 
Beauty are all good yellows. Of course, Wan Gold is the deepest yellow of all. Sensa- 
tion, Wing of Song, and Carillon were much admired. Greta Garbo, with its well- 
placed blooms of soft rose with creamy lower lips. White Gold is sure a husky and 
can be grown to extra large flowers. Leading Lady fairly takes your breath away — 
a fine white sport of Picardy with a creamy yellow throat. King’s Ransom and King 
William, they were also very good. There are so many beautiful glads now that it’s 
mighty hard to pick all the pretty ones. Silentium, one of the most graceful glads, 
is always fine. Barcarole is a fine orange. Pink Radiance is here to stay for awhile. 
Badger Beauty, Elizabeth the Queen, and Elwood are fine good lavenders. In the 
very dark reds, Black Opal and Leschi were nice. Mrs. E. J. Heaton is a fine cut 
flower. Blue Beauty is fine, and Allegro can be very good. 

We are going to suggest a few do’s for your gladioli garden. 

After your soil has been prepared in the Spring of the year, furrow out your 
rows and scatter in the bottom of the trench a handful of commercial fertilizer. One 
handful is enough for about four feet, and mix well with the soil, setting the large 
bulbs about five inches deep and five inches apart. Other size bulbs, in proportion 
with the smallest, about two inches in depth. _ 


Be sure and dip your gladiolus in a good disinfectant so as to kill any eggs or 
thrip that may be on the bulb. Do this regardless of where you buy your bulbs. We 
use Lysol, four teaspoons full to one gallon of water and immerse bulbs for six hours. 
Any water container will do. Can be done at any time before planting or just at 
planting. It is well to begin spraying the plants when they are six or eight inches 
tall, every ten days until they bloom, with Tartar Emetic, one gallon of water, one 
tablespoon full of Tartar Emetic, four tablespoons of brown sugar. 

In the Fall about the best time to pull up your bulbs would be after the first 
killing frost or just before the leaves start dying oF. Cut the leaves right close 
to the bulbs, placing the bulbs in shallow boxes to dry. At the end of two or three 
weeks remove the old bulbs and store your new bulbs in a dry, cool place. A vege- 
table cellar is a dry, cool place. 

Terms: Cash with order or twenty-five per cent, the rest C. O. D. No order 
accepted for less than one dollar. No item for less than ten cents, please. Ten per 
cent on orders from $5.00 and up. We are very liberal in our over-counts. 

All retail orders will be sent prepaid. If out of size wanted we will ship next 
size, giving equal or better value. Send your orders in early and we will ship when 
wanted. 

These are State inspected bulbs. 

We try to, and observe the fact, that making new friends, and new customers, 
is very essential to our business. 


Sincerely yours, 


TAYLOK GARDENS 
Lies WAC GIS leadayey 


165 West Street 
Ware, Mass. 
Tel. 647W 


SPRING 1945 ® TAYLOR GARDENS @ PREPAID BARGAIN LIST 
CHOICE GLADIOLUS BULBS 





Size of bulbs shown by L meaning LARGE; M meaning MEDIUM: S meaning SMALL; Bits. 
meaning BULBLETS. When a number is given before price, mean‘ng number of bulbs. . Example: 
2 for 10c. 2-.10. No item for less than 10c. 


AUBAT ROSS stineslarves pUtes wiite:.4 8 cores es ten arte eee IL 2-10 M 4-.10 S 6-.10 
ALGONQUIN tinesruimed@bright red:i sic) ate ce eee IM 2-15" ooo-.15 
ALEEGROWiavender blue, dark: blotch: 32.%......).47..-1 L 2-.15 M 4-15 S 6-.15 Blts. 50-.20 
AMERICAN COMMANDER, tall clear red without ma:kine. This is probably one of the 
besireanivarecertord acre nce er te es nee L 2-.15 M 4-15 S 6-.15  Blts. 100-.20 
BADGER BEAUTY, very fine clear lavender, white throat..........cccccceccececeeeeee ei. 2 pV 2 ae 
AVE MARIA; nice medium blues....cc.0:.)..<csseseteess-s L 2-.10 F14-.10 S 6-.10 Blts. 100-.10 
BARCAROLE, large grenadine orange.................0006 IL 2-10 %14..10 S 6-.10 Bits. 100-.10 
BEACON, scarlet rose, large cream blotch, very showy..L 2-.10 M 4-.19 S 6-.10 Blts. 100-.10 
BEAUTIFUL; OHIO rich rose laventletic....5 L 2-.19 FI 4-10 S 8-.10 Blts. 100-.15 
BE OW OEEetc all tlarve "rose... cae Ne ee eee L 2-.10 MM 4-10 S 8-.10 Bits. 100-.15 
BINGO, Picardy sport, apricot and buf Pe aS aoe erat a L 2-.20 KI 4-.20 S 6-.20 Bits. 100-.20 
BETSORSHEAYVEIN, tallespike of -Grance: e-store L 3-.15 M 6-.15 Blts. 100-.10 
BLACK OPAL, fine black red. fine grower...............0.. L 2-.15 M 4-.15 S 6-.15 Blts. 100-.15 
BIA ZEEE icatdvety pe, olt red:.c...cnis7 eee ee eee L 2-.15 M 4-.15 S 8-.15 Blts. 100-.15 
BLUE BEAUTY, light medium blue, one of the best..L 2-.10 M 4-.10 S 8-.10 Bits. 100-.15 
CARILLON, tall, light rose pink, cream blotch ruffled..L 2-.10 M 4-.10 S 8-.10 Blts. 100-.15 


CANDY HEART, soft pink and blotch, nicely ruffled florets 

L 1-.10 M 2-.10 S 3-.10 Bits. 100-.50 
GHARMAINE, 2a ‘nice deep r0sé:-..i:.:..2.accucete ee L2-.15 9M *4-.15829) 6-.15 )Bltss100-15 
CHAMOUNY, light cerise rose with silver line on edge.......cceeecccecccesscceseedeseuees L 2-.20 M 4-.20 
CHEROKEE, early salmon pink, dark red blotch........ L 2-.10 M 4-.10 S 6-.10 Bits. 100-.15 
CHIEF MULTNOMAH, a ne smoky of sharply contrasting colors, very good 

L 2-15 M 4.-. 15 S 8-.15  Blts. 100-.15 


GOLOSSUS wa -veryeriche pinks. .7eed. te erie eee L 2-10 M 4-.10 S 8-.10 Blts. 100-.15 
CORONA, large creamy flesh with pink edge.............. L 2-.20 M 3-.20 S 5-.20 Bits. 100-.25 
COMMANDER KOEHL, large red, beautiful’ spikesmsm.eveei ere ee L 2-10 M 3-.10 


CORAL GLOW, bright coral orange, tall and very attractive 
L 2-.15 M 4-.15 S 8-.15 Blts. 100-.20 


DR-BENNET 2 ecprilliant scarlet ‘red, avery vood, et eee ee ee L 2-310 Min3-. 80 
DEL RAY, a large rcd with large white blotch............ L 2-10 M 4-.10 S 8-.10 Bits. 100-.15 
DOXPearly.largec yellow 2. Me-csacascesenyauceoe ce cewereen eat aaiec ee eae Le 2-5e Mise. 5a on6-cla 
EARLY MELODY, early large lavender pink with cream blotch....................60-. L 3-15 M 6-15 


ELIZABETH THE: QUEEN; fine new ruilled lavender... ee eee L 1-50 M 1-.35 


ELEUENP MARIE ruiledssalmom pink. pulls iN route me aereteie nie. t let tates cee: L 2-10 M 4-.10 


EEANORA rich cose red: violety all: budsesuresimecolocea aris e-ceeeste cecum etter eens M 1-.35 
BPEW OOD rnice icleanlavenderswith nai te blotch sem ees meena tre teeaen eeranrteaess: M 1-.10 
ECLOISEwiclesar darkmlavenderes..+. ter ak eee eee L 2-10 M 4-.10 S 8-.10 Blts. 100-.15 
DIREREY early larce light redwwhiteclines inethroate.cac ness on L 1-10 M 2-15 S 4-15 
CUAMIUIS: Scleariruiiled wrose: with) white throatas ssw. ue tere el 2 isl 20m =o 
GOLD DUST, early and one of the best deep yellows..L 2-10 M 4-.10 S 8-10 Blts. 100-.15 
GRETA GARBO, large white overlaid p’nk...........6. L 2-20 M 4-.20 S 8-.20 Blts. 100-.25 
GUNPOWDER Wai cesbuiiwsportotiPicardyc 10 sere: cee eee: Teles? See Mil 1 5 a 11-10 
HARVESTEMOON, *nice tlearyellow, many Opec eastern L 1-15 M 2-.15 S 4-15 
Bul GrighLINAIN GE wMarce. rose, smokyiamn earner L 1-15 M 2-.20 S 3-.20 Bits. 100-.25 
INTERMEZZO, beautiful deep cream, with small lavencer markings... Jl > 20m vie -.10 
ISOUDAS BELLA, wight pinkish: laventléraniceasck.s L 2-10 M 4-10 S 8-10 Bits. 100-.25 
PRA OMworertyacicy, tall cand. very mice nresan eee et a rtreentre L 2-10 KI 4-.10 S 8-.10 
HEINE Leeices peach’ color, «sport of Picard ya.ces,ac Mmemmenr cr: corns tne meeeeeeccet Lel=.25 7 Mal=.15 
TERSE Ys GREAM. cream awhiters goodicut tloweras rete mas ster ren rete er L 2-10 M 4-.10 
KING LEAR, large ruffled purple red, wh'te edge........ L 2-15 M 4-.15 S 8-15 Blts, 100-.15 
KING’S RANSOM, early ruffled salmon scarlet.......... L 2-15 M 4-.15 S 6-.15 Blts. 100-.20 
KING WILLIAM, large salmon pink, wh'te throat....L 2.20 M 3-.20 S 6-.20 Bl:s. 100-.75 
ASE LE OIA OLA Ge, MM AY JODER visits tacts vats caccedn estes dar Bh ceemante ts dete hed me ence L 2-10 M 4-.10 


LAVENDER RUFELES, lavender pink w:th white threat 

L 2-.10 M 4-.10 S 8-10 Blts. 100-.10 
LEADING LADY, a magnificent white, sport of Picardy, ev‘ra fire 

L 1-60 M 1-.40 S 1-.25  Elts. 10-.80 


LESGHI very, dark, red. much admired tes cee.:e--. L 2-10 M 4-.10 S 8-.10 Bits. 100-.15 
PE ONAeCarkarosey tall spike. c.6. c wotehseee tek te ret caer roe es L 2-.10 M 4-.10 Bits. 100-.15 
PU GIPER moran cemred ewithecatie: b ObClimen 1 crate arte Waueeietn, nun me eeace ress. L 2-.10 M 4-.10 


MAX REGER, light lavender blue with throat marking 
L 2-10 M 4-.10 S 6-.10 Bits. 100-.15 


MRS. E. J. HEATON, glowing salmon, creamy throat... L 2-.15 M 4-.15 Bits. 100-.15 
MRSSLULU HUN Dearly salmonewithereddish throatianee.cc sete oe teeaten es L 2-.10 M 4-.10 
MOROGGO*® oneof the.oldersdark:reds, (very Goodin... veemehcs ey [2-108 Mie5-410 
MOTHER MACHREE, large smoky lavender grey. .....cc.se-paccssscssesssnsssecsnverteceeess L 2-.10 M 4-10 
MYRNA, fine cream white, heavily ruffled.............. secsscceeenseae L 2-.15 M 4-.15  Elts. 100-.20 
NEW ERA, soft rose, La France pink, heavily rufiled.L 2-10 M 4-10 S 8-.10 Bits. 100-.15 
PEGG YSILOU.srosespink; extra nice Mower. Aujcrscsctccsesetesoaictoessotse L 2-.10 M 4-.10 S 8.10 
PELEGRINA, early purple blue..........0. 4 Ws oc ep AR ee ech eoeamicies rents ate [e2-4] One Mt dot Out 08-10 
BIGARD Yep arcesspikesotssalmon pinks.....0..008 gens, L 2-.10 M 4-.10 S 6-.10 Bits. 100-.15 
PINK@RADIANGE, fine rose: pink, very 200d sgivcn.cscccvcosscesnsevace-sneent L 1-.20 M 3-.20 S 4-.20 
POLAR IGE, about:the most popular. early white:.....sr..scrdovtnneonyed L 2-.10 M 4-.10 S 8.10 
PURPLE BEAUTY, large round clear purple................ Ge ERENCE, eae L4i-.20.. Mi 2-20 
REDABEA UY. everye carlyuscatleb Teds. cites tscncinescar L 2-15 M415 § 6415 Blts. 100-.25 
REGEN rextrarcood) DIight rediacisscttesssv cone Birt L 2-.10 M 4-.10 S 8-.10 Bits. 100-.15 
REWLEALLU jcsiantimassive dark blood red... cist rscvssedes: L 2-.15 M 4-15 Blts. 100-.25 
ROBERT THE FIRST, ruffled rose purple..........000. L 2-.10 M 4-.10 S 8-.10 Blts. 100-.15 
RLV UAMESO LE MaVCIGer Vier Va ICC civtyegres cates sucess: sovceasro nga tvs Coane dubetaenttr ane iduterey drat eaenlanteorerh eatin. M 2.15 


ROSE MARIE PFITZER, peach cream, pink edge.....L 2-10 M 4-10 S 6-.10 Bits. 50-.15 


ROSE VAN LIMA, beautiful pink with white mid-ribs.........0......... L-2-.10 -M 4.10 S*8-.10 
ROSY MORN, beautiful round, light coral rose.......... D215. Me4ecl 5. 556-. > eeDits, 10022 
ROG@KET, a.very, nice scarlet Ged in..ct.cas.-0..steee ns) e-em Orel Ome its, 9 L008 20 
ROYAL GOLD, light yellow, many open, good cut flower 

LE 2-.15° -M. 4-.15) CS 6-.15 “Blts) 1002220 
RUFFLED BEAUTY, heavily ruffled light yellow, large and pretty....L 1-.15 M 2-.20 S 3-.15 
SENSATION, very large tall ruffled salmon rose........ LE 2-.20. Ive 3-20, |S 4-:20 7 Blts2 100-25 


SHIRTPE Ye TEMPLE, ‘tallexhibitionvcream, white...2,..0-eme hyd L,.2-.20 M 4-310) -S' 8-.10 
SILENTIUM, dainty cream white glad containing a small ¢ = marking in the throat, extra 

SOOM eee ih BS Rede Mn Tig Note na ce ti we on eae ee ned Ll LO me 21 eS 4= I> ee Bitsan 0050) 
SMILING MAESTRO, deep salmon rose.................64. Lo 3=.155 1 M.35-.15 .°S"8215" Bits 3100-15 


SNOW PRINCESS, fine white, many call this an imnroved Maid of Orleans 

Li 2-107 M 4-:10 =S°8=310- "Bits 100215 
TAKINA, violet purple, one of the largest glads............0....:cteceeeees Lo t-:10 MM 2-510 55-10 
LOK ENSreddishecalmon. coldensthrOat. +. cy2t a ee ea eee eee Lb. 2-10 M. 5-.10 ~S: 8-10 
VAGABOND PRINCE, bronze red orange, blotched, very striking 

L 2-10 M 4-.10 S 8-.10 Blts. 100-.15 


WVALERDTA wearily sclearured,. Very: NICE dati.) sanescte ee L 2-.10 M 4-.10 S 6-.10 Blts. 100-.15 
VANTGOLD searly large deen syello we sctis.cntc ree es eee ae ce eee ee L 1-$1.50 
VEECREAM,, rich cream with scarlet blotch............ L 1-20 M 1-15 S 1-.10  Blts: 100-$1.00 
VERDENBURG slarce carly, -waite ieee eee nt ee ee MI 4-.10 S 8-.10 Bits. 100-.10 
VAILGANSmedium? purple of ediferent shiadesc-.:..cees en eee eee V1 50 se Mal-35085 alo 


WANDA, cream white, lavender marking, very good..L 2-15 M 3-.15 S 5-.15 Blts. 100-.25 
WHITE GOLD, large light cream shading to cream in throat. v‘'gorous. and easy grower, can 
EMOTO WIN eCOM AIM 22111 o asIZe. Weerets cern seer eee: ee. L 1-45 M 1-25 S 1-.15 Blts. 10.25 
WINGS OF SONG, large pinkish with white throat....L 2-.15 M 3-.15 S 5-.15 Blts. 100-.25 

ZAUBERFLOTE, peach rose, red blotched, one of the best blotched varieties 

| L 2-10 M 5-10 S 8.10 

ZL AUIN IecinO Var DT OM Zed caer nce, ccs bers eeeuntecs eee L 2-.15 M 3-15 S 6-.15  Blts. 100-.20 

SPECIAL BARGAINS IN COLLECTIONS 
Discount does not apply to collections 

No. 1 UNLABELED COLLECTION—100 large bulbs in 50 varieties, $3.50 postpaid. 

No. 2 UNLABELED COLLECTION—100 medium bulbs in 50 variet‘es, $2.50 postpaid. 

No. 3 UNLABELED COLLECTION—100 medium bulbs in 50 varieties, $1.25. 200—$2.00 
postpaid. 

No. 4 TAYLOR GARDENS’ FAMOUS MIXED SIZE BULBS, all colors of the rainbow. 
Collection includes early mid-season and late varieties. No common mixture. 34” to 1” 
in size bulbs. All will bloom this summer. 500 bulbs, $7.00; 1,000 bulbs, $12.50; 
2,000 bulbs, $22.00. This collection is not postpaid. 

“5. 5 COLLECTION—500 No. 1 bulbs in ten varieties of 50 each, labeled our choice, $10.00. 
Not prepaid. 

No. 6 COLLECTION—500 No. 2 bulbs in ten varieties of 50 each, labeled our choice, $8.00. 
Not prepaid. 

No. 7 COLLECTION—500 No. 3 bulbs in ten varieties of 50 each labeled our choice, $6.50. 
Not prepaid. 

YOU CANNOT GO WRONG ON THESE COLLECTIONS AS THEY ARE TAKEN 
FROM OUR REGULAR LIST OF STOGK. 


WHOLESALE PRICE LIST 


F.O. B. WARE, MASS. 
"IT PAYS TO BUY WHOLESALE” 


25 or more bulbs at the 100 rate. All stock offered subject to prior sales. 
Nox” SNo.2eeNors. Nowe eeNova NO; O Bulblets 
Per 100—1% up 14-14% 114% %-1 %-% %-% Mpt. At. 


ALBATROSS $2.50 ES 2k00 mahi oe +S [G0 $174 0S 12 5at $100.09 2-50 
AVE MARIA DTS e ie 5 Omi 242 Sree eee SOOM AOU 0 ae 2.00 
AMERICAN COMMANDER G6 O0ie eb? Senet 35 ro 5pm Ome 3m 2 155.0 4750 
BARCAROLE 5 5.02 OM eT Seo Semel 7 Sues OO 1.00701 73.00 
BEACON 502 5 290 50. OO Rm hl ae 150 ee eee? 50 
BEOWULF 3 JO mne) GOmun yo 0 mre el OO smn ted) meee 10. ate sees) 
BINGO OOM ee 31) Samae ey omen CO Tele St) mee 1) 254 81°00 rs, 00 
BIT OF HEAVEN 3.00 2.50 Dee 1 BAY days Soe poe ee 1.50 
BLACK OPAL 5:00 iad 225 mami: 23 Q0ite 2a) am 10750 1 00s 2.75 
BLAZE 3.50,6 SOO mes. 22.008 21195000 21-00 Ser l-O0upee? 50 
BLUE BEAUTY 50m 500 eet 30 ae 00m es 0en 1:00e 1008 at 2450 
CARILLON 555.0 a3 CCM) Same? OME TY) OmumnTe? 5mm 1 O0mmne 50 
CHARMAINE 32508) ens OULMe see? U0 50 lt od 00 
CHEROKEE A.Q0m vas. o Oommen s Ome? 50 6 60 O0R ml? SOME) (OCs eho 
COLOSSUS : 350m y Guero. 5 (mee) OO Mme] (6086 1206 21-00 mee sO 
CORONA 7O0MME.G.00gn 47550 24.00, =63r2 Smo SOme 4.00) 913.00 
CORAL GLOW 4.00 aes ome 808 O40 ot SO eet 30 el 50ers 00 
DEL RAY 35 0- mes 00 Seb seu) OC by eee ener en are 2.00 
ELLEN MARIE 3 OOM) 60 ee Omen ae ee ae 758 e200 
GOLD DUST 2°00 mer? OOmun? 20 Mn 1805 te 40 meri. 1 Ome 7a) 00 
ISOLA BELLA S10 Quer 2 SOunme? COMmIIEGO TAD T-30art sl CO amama 7 5euano 00 
IRAQ 300s t=2. GOmmr D3 0mn COsmn 1 O0ime) 20esery 52 ni?.00 
JERSEY CREAM S200 eras) OO Maan OCs Le ibe Sie imme at 075 e200 
KING LEAR pay one WTO) NOR. SEAS) tee te C756. ai9.00 
LAVENDER RUFFLES Oey mo) GE eo aileh = Ab alae hoes eRe ore 
MAX REGER Loeyel AWS Soh y. URaely ee RG 75 22.50 
MRSS LULU HUNT 3.00 2200 SIAp ale a BNE LE AE Se | Metatine 50 1.50 
MOROCCO | 22750 9 SON me otO0 meat aa panel mtn: 50 | 1.50 
MOTHER MACHREE BO Ode: ir 60 ese) me renee get ee ee 7 meee 00 
MIXED DQOSAEIL SOs 60 G0 ene ene se ee eee 1.00 
MYRNA 4.5 Cupid 0 teas 3 OO ett tea ates eet 2.25 77.00 
NEW ERA 550) Sty 27 See 107s eee 1 A Sn 10S 25a 00 
PEGGY LOU 3:0. 90ie 6Owaen 25 eel Om SOL ee 50 1,50 
POLAR ICE by Se) suena SOs nl GOR el 300 ores 75 oe 1e50 
PICARDY SOO PeRROL TS Meee Ol ees hasan gee ak a, 2.00 
REGENT A Ones COMMENT OnE) CONaaL 2,25 uel OOMen 11 CORRES 00 
ROSE VAN LIMA 9 0 mano GO Mm) 25m 2 O0ME © le nla? 3 5a 272,00 
ROYAL GOLD pee ALI SED OES Shel eG e  Sh fae recta: 
SHIRLEY TEMPLE Ar) See) (uo S40) me) ON li) Sieeeies 0 tee Semen 50 
SILENTIUM CAND ae Oi han OAYs okt) Toole ved ten wots ayo 
SMILING MAESTRO 3 One Onan tt} Se Oram) Samet Ss 750-00 
SNOW PRINCESS 2 O00) G0 mene? Omen 20 On 1: GO me 130mm 11200 a?.7 
TOKEN 9. SoMa AQ teas S00 aeme ly OO”, = eet te ee 50 1,00 
VAGABOND PRINCE S00 29'606. 92) 0er as 90 mat. OOmenl 25 ioe 00 
VALERIA A. ih eat eee Oey) Same OG 1 0s 0 e750 00 
WANDA ASD8 eet? One ears 0 weet) emer? Orman AD an? O0uy cae 
ZAUBERFLOTE A100, £2 SO memos OemnlcO mee eee, Ste ele 
160.0 20 ee? S040 ee), 00 100) 9 23.00 


-ZUNI ek te 4.00 


7 


Diary am i 


"6% 





